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2.31 ( e K 3 ) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

(3) A complete description of the proposed use of the animals; 

Protocol^l^IUndjcates that 4 animals will be injected with a vehicle, but there is no information about the vehicle that is 
intended to be used on these animals. 
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